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Health Certificate 
Novel Coronavirus test 2019 


request to whom it may concern and MOH is not responsi- 
ble for any consequences resulting from this 


Nationality — àáruu»ll 
IRAQI/ Slc 


Registration No.  Juuluuill 5j 
8-84006965583 

Date of report — àauill jlaol àj 
WEN, APR 27, 2022 6:43 PM 


A negative result does not mean not suffering from 
Covid-19 disease or it's consequence, while a positive 
result means effective infection with the disease and 
infecting with the emerging 





SWAB test (Sars-Cov2) 


We certify that a swab from this person 
is tested for Covid-19 by (Real time-PCR & IGM Test) 
Result interpretation is 
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Full Name JobJI owl 
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EHAB ADNAN HAMEED 


Gender - Age 
MALE - 35 


jyoxJl - uil 
35-,55 


Passport / ID No.  àià3jsill äölbdl / jlga3ll aöj 
A10635257 
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pol anad poj 35 ollel ya3a4ll ji 3567 
(Real time-PCR & IGM Test) ààjb (SARS-COV2) 
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No 2019 Novel Coronavirus (2019-nCov) RNA was detected in the specimen, and the 
concertration was lower than the sensitivity of the kit 
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Director Authorization 


jàuuJl Aj à15Jg à3092315409003, 07855665544 (ibo 5j clc (uo3l jaroisu.l] 


àijlbJI caubJI cilelpo go äclw 24 gc 33j U bos äi olu awg egu Ul jI3o (lcg áchu 24 ào35 





